MBTA Commuter Rail 
Franklin Line 
Effective April 26, 2004 
Shaded columns designate peak hour trains. 
Bikes are not allowed on _— hour trains. MONDAY THROUGH FRIDAY 
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Dep: Forge Park 1015} 1150 


Franklin/Dean College 1022} 1157 
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Arr: South Station 1106} 1241 


Shaded columns designate peak hour trains. 
Bikes are not allowed on peak hour trains. 


Dep: South Station 
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